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father to  save these brave men.    But
Edward   would  not   listen.      All   the

"THE QUEEN FELL DOWN AT HIS FEET AND BEGGED HARD FOR
THE MEN'S LIVES."

soldiers in the tent asked the King
to save them, but still he would not
listen.

17. Then his noble and brave queen,